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Co gy & o f 6 

16 Jhan a r y 2959 


B MW BB 8 APPROVAL 50. 59-2 
Contract la, 3P-2918 
C wtow So. 1 


Ym are authorised to train two electricians to work 
wither nth a TUT crev car replace elwatrieiaas presently 
■vlgw a nt under Contract So. 3C-59. It is understood 
that t*eo Aircraft Te chnici ans p r e s e ntly cleared t* 
aeleetee. and sill he trained at the Seat Site. Bae tr aining 
varied is an to eraeed sixty (60) days. s 


The cost of this training is to he charged to Cmtauar 
So. 1 under Contract So. 3F-15O0. 
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